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E.O. 11652: N/A 

TAGS: TGEN, ENRG, PFOR, US, UR 

SUB J : US-USSR ENERGY AGREEMENT: THERMAL POWER (08.0201) 

EMBASSY HAS RECEIVED LETTER DATED 5 MAY FOR THOMAS FROM TRUBITSYN. 

INFORMAL TRANSLATION OF TEXT FOLLOWS. 

BEGIN QUOTE: THANK YOU FOR YOU LETTERS OF MARCH 21 AND APRIL 
5, 1977. ON THE QUESTIONS YOU RAISED IN THE LETTERS I HEREBY 
INFORM YOU AS FOLLOWS: 

1 . THE TIMING PROPOSED BY YOU FOR THE SOVIET DELEGATION 
VISIT TO THE USA, JUNE 19-28, 1977, IS ACCEPTABLE TO US. 

THE COMPOSITION OF OUR DELEGATION WILL BE AS FOLLOWS: 

L.A. TRUBITSYN - CHIEF, MAIN TECHNICAL ADMINISTRATION 

G.S. AGEYEV - DEPUTY ENGINEER-IN-CHIEF, INSTITUTE TEPLOELECTRO- 
PROYEKT 
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V.V. BELYSHEV DIRECTOR, KOKHAKOVSKAYA ELECTRIC POWER PLANT 

D.R. NOSYL'KO - ENGINEER-IN-CHIEF, ZAPOROZHSKAYA ELECTRIC 

V.F. ZLEPKO - CHIEF, DEPARTMENT OF METALS, DZERZHINSKIY 
TECHNOLOGICAL INSTITUTE 
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YU. G. KOROVIN - INTERPRETER, FOREIGN RELATIONS DEPARTMENT. 

2. IN ADDITION TO PARTICIPATING IN THE COMMITTEE SESSION. 

WE SHOULD LIKE TO LEARN ABOUT: 

- EXPERIENCE IN DESIGNING AND EXPLOITATION OF BIG BOILERS 
DURING PRESSURE CHARGING (POINT 10 OF THE COOPERATION PROGRAM). 

- EXPERIENCE IN DESIGNING, CONSTRUCTION AND EXPLOITATION 

OF FOUNDATIONS OF POWERFUL TURBINE INSTALLATIONS OF THERMAL 
ELECTRIC POWER PLANTS (POINT 7 OF THE COOPERATION PROGRAM) 

- NON-DESTRUCTIVE METHODS OF CONTROL OF METAL WORKING 

AT HIGH TEMPERATURES AND PRESSURES IN POWER UNITS OF THERMAL 
PLANTS (POINT 5 OF THE COOPERATION PROGRAM) 

3. WE HAVE STARTED PREPARATIONS FOR THE VISIT OF THE 
AMERICAN DELEGATION TO THE U.S.S.R. AND SHALL TRY TO MEET YOUR 
WISHES. 

WE ARE READY TO INCLUDE THE FOLLOWING QUESTIONS (PROPOSED 
BY YOU IN THE LETTER OF APRIL 5, 1977) IN THE PROGRAM OF DISCUSSION 
DURING THE FORTHCOMING VISIT OF THE AMERICAN DELEGATION: 

- NON-DESTRUCTIVE METHODS OF METAL CONTROL AT THERMAL AND 
ATOMIC POWER PLANTS IN THE PROCESS OF THEIR EXPLOITATION (POINT 
5 OF THE COOPERATION PROGRAM); 

- ORGANIZATION OF CONSTRUCTION OF BIG THERMAL ELECTRIC 
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POWER PLANTS (POINT 9 OF THE COOPERATION PROGRAM); 

- OPERATION OF BOILERS DURING PRESSURE CHARGING; GASTIGHTNESS 
OF BOILERS (POINT 10 OF THE COOPERATION PROGRAM). 

I HOPE THAT DURING OUR STAY IN THE U.S.A. WE SHALL DISCUSS 
THE DETAILS OF THE RETURN VISIT OF A U.S. DELEGATION TO THE U.S.- 
S.R. 

4. AS FOR THE LIST OF QUESTIONS AND PROPOSALS WITHIN THE 
FRAMEWORK OF THE COOPERATION PROGRAM, THE LIST OF QUESTIONS 
WAS GIVEN TO THE AMERICAN SIDE AT THE THIRD SESSION OF THE 
U.S.-USSR JOINT COMMITTEE (POINT 5 OF THE MEMORANDUM). THE LIST 
OF QUESTIONS WAS TYPED IN RUSSIAN. 

IN ORDER TO AVOID MISUNDERSTANDING IN TERMINOLOGY I HEREBY 
INFORM YOU AS FOLLOWS: 

A) POINT 3.1 - THE CORRECT TERM IS "CARBONIC ACID"; 
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B) POINT 3.5 - SHOULD BE TRANSLATED AS "APPLICATION OF MAGNETIC 
FILTERS FOR REMOVAL OF IRON OXIDES" (PLEASE EXCUSE OUR MISPRINTS 
IN THE TEXT); 

C) POINT 5 - "NON-DESTRUCTIVE METHODS" WAS INTENDED; 

D) POINT 10 - THE CORRECT WORDING IS "OPERATION OF 

BOILERS DURING PRESSURE CHARGING, GASTIGHTNESS OF BOILERS." END 
QUOTE. 

LETTER POUCHED OES/APT/SEP. 

MATLOCK 
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